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The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

June 19, 1879 


Sir 


On the very limited scale of outfit which I named, I should say that three employees 
would be sufficient for the Assay Department in the proposed Mint of Nicaragua. 


Very respy. 
WE. Du Bois 
Assayer 


Hon. A.L. Snowden 
Superintendent &c. 


